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7 Port USB 2.0 Dome HUB 


Product Number 33118 

Brand Kensington 
MSRP $74.95 
Street $49.99 



3 


Rock-solid hub tames USB cable creep 


With its weighted base and non-skid feet, the stylish FlyHub 2.0 hub 
keeps the cords from up to seven USB devices from sliding around the 
desktop. 


Features & Benefits 


Weighted base and non-skid feet stay put 


Seven USB ports to connect up to seven devices 


USB 2.0 delivers up to 40 times the speed of USB 1.1 


Dome design adds stylish flair 


Free FlyLight® included 


Works with USB 2.0 and 1.1 


Retail Package Dimensions 

LxWxH 

5.88x5.50x4.75 

Weight 

1.70 

UPC# 

0 85896 33118 6 

Unit Qty 

1 Each 

Master Case Dimensions 

LxWxH 

19.75x6.25x6.25 

Case Weight 

7.35 

Case UPC # 

5 00 85896 33118 1 

Case Qty 

4 Each 

Case Cu. Ft. 

0.45 

Shipping Information 

Tariff Code 

8471.80.1000 

First Available 
Ship Date 

Immediately 

Country of 
Origin 

TAIWAN 

Warranty Period 

1 Year 

General Product Information 

Color 

SILVER 

Moore # 

KMW33118 



MPC# 


617466 


Confidential 


6/11/2004 
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